Broad  Street  Methodist  Episcopal  Church,  South,  is 
located  at  Tenth  and  Broad  Streets  in  the  downtown  section 
of  Richmond,  Virginia.  The  church  was  built  in  1859  and 
has  a  large  part  in  the  religious  life  of  the  city.  Attractive 
services  are  held  in  its  spacious  and  beautiful  auditorium 
each  Sunday.  Broad  Street  bears  the  reputation  of  being 
Richmond's  "Home  of  Delightful  Music."  Here  a  splendid 
quartet  may  be  heard,  as  well  as  music  from  a  $24,000.00 
Wurlitzer  organ. 
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